Sinclair ZX8I Personal Computer 


GUARANTEE 


Your Sinclair ZX81 is covered by a 12-month, comprehensive 
guarantee - valid in the UK only. 


RETURNS / INFORMATION 


If you need to return your computer for any reason, please 
send it (together with mains adaptor and ail leads) plus 
relevant correspondence to - 


Sinclair Research 
ADMAIL 7 
Cambridge CB2 1YY 


If you have assembled your computer from a kit, please 
enclose a service fee of £10 - which will be returned to 
you if defective components are diagnosed. 


For all other information, please write to the above address 
or telephone (0276) 21282. 
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